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THE LARGE MOTHS OF GUANA ISLAND, BRITISH VIRGIN ISLANDS: A SURVEY OF EFFICIENT 
COLONIZERS (SPHINGIDAE, NOTODONTIDAE, NOCTUIDAE, ARCTIIDAE, GEOMETRIDAE, 

HYBLAEIDAE, COSSIDAE) 

In the above paper by Vitor O. Becker and Scott E. Miller (Journal of the Lepidopterists’ Society 56(l):9-44), 
specimens that compose a plate were numbered incorrectly. The corrected figure numbers and accompanying leg¬ 
end are given here. 
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Figs. 112-150. Arctiidae (112-124), Geometridae (125-146), Cossidae (147-149) and Hyblaeidae (150) (specimens from Guana, unless 
stated otherwise). 112, Hypercompe simplex, male (Puerto Rico); 113, Composia credula, male; 114, H. simplex, female; 115, Calidota strigosa, 
male; 116, Eupseudosoma involutum, male (Puerto Rico); 117, Utetheisa ornatrix, male; 118, U. pnlchella , female (Brazil); 119, Empyreuma pu- 
gtone, male; 120, Horama panthalon , male; 121, H. pretus, male; 122, Cosmosoma achemon, male (St. Thomas); 123, Eunomia colombina , male; 
124, Nijridela clialciope , female (Cuba); 125, Eero rectisectaria, male; 126, P. rectisectaria female; 127, Oxydia vesulia, male; 128, Erastria de- 
crepitaria, male (Cuba); 129, E. decrepitaria, female; 130, Sphacelodes fnsilineatas, male; 131 S. fusilineatus, female; 132, Macaria paleolata , 
male; 133, Eatalene eplujrata, male; 134, Almodes terraria, male (Bahamas); 135, Semaeopus malefidarins, male; 136, Leptostales noctuata , 
male; 137, L. noctuata, female; 138, Obila praecurraria, female (Tortola); 139, P. defensata , male; 140, P. defensata, female; 141, Eueana sim- 
plaria male; 142, E. simplaha female; 143, Phrndocentra centrifugarinm, male; 144, P. centrifagahum, female (Cuba); 145, 146, P. centrifngar- 
inm, females; 147-149, Psyclionotiia personalis , males; 150, Hijblaea puera , male (Cuba). 




